Pomona Sheraton Fairplex Medical Shelter Site 
BIOWASTE HANDLING 


VENDOR INFORMATION 


e See job sheet 


SERVICE FREQUENCY 


e See job sheet 


Bin Locations 


e 2 per service elevator vestibule per floor between second and eighth floors: 
total 14 


e 1per “refuge”/security room (2 rooms per floor between third and eighth 
floors): total 12 


e 3 at nurse stations 
e 1 at guest elevators on first floor intake area 


e 4at ambulance drop off area 


